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Message Text 

UNCLASSIFIED 

PAGE 01 DAMASC 02253 221726Z 
ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 EB-08 ISO-OO /031 W 

021088 231820Z/14 

R 211358Z APR 78 
FM AMEMBASSY DAMASCUS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7718 
AMEMBASSY ATHENS 


UNCLAS DAMASCUS 2253 


ATHENS FOR RTDO 


E.O. 11652: N/A 
TAGS: BTIO, SY 

SUBJECT: FGT: FITTINGS FOR CONDUCTORS AND INSULATOR SETS FOR 
230 K.V. OVERHEAD TRANSMISSION LINES. 


1. 502/D AMASCUS/T- 11 

2. APRIL 14, 1978 

3. PATRICK N. THEROS 

4. 502 SYRIA 

5. N 

6. PUBLIC ESTABLISHMENT OF ELECTRICITY, SULTAN SALIM STREET, 
DAMASCUS, SYRIA 

7. 697 

8. MAY 13, 1978 

9. 201 - FOREIGN GOVERNMENT TENDER 

10. SIC 36430 

SUPPLY OF FITTINGS FOR CONDUCTORS AND INSULATOR SETS 
SUSPENSION AND TENSION CLAMPS AND COUNTERWEIGHT ASSEMBLIES. 
QUANTITIES AND SPECIFICATIONS GIVEN IN THE TENDER BOOK. 

BID BOND 20.000 S.P., FINAL BOND TEN PERCENT OF THE 
VALUE. DELIVERY PERIOD FIVE MONTHS. DELAY PENALTY 
ONE SYRIAN POUND PER THOUSAND DAILY. 


UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 DAMASC 02253 221726Z 


1 1 . MODE OF PAYMENT: TENDERER SHOULD DEFINE PREFERRED MODE 
OF PAYMENT. PREFERENCE GIVEN TO OFFERS ADMITTING PAYMENT 
FACILITIES OR BARTER. TENDER BOOK OBTAINABLE FROM THE 
ESTABLISHMENT UPON PAYMENT OF 100 SYRIAN POUNDS (ONE 
U.S. DOLLAR EQUALS 3.90 S.P.), COPY POUCHED TO USDOC. 

MURPHY 
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NOTE BY OC/T: TELEGRAM DELAYED IN TRANSMISSION. 


UNCLASSIFIED 


NNN 
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